THE CHOIR OF PETERBOROUGH

W. F. Mansdl.
This picture was chosen to present a contrast to the illustration on the opposite page. It shows
us the Choir of Peterborough, looking towards the east, and you note the semicircular window
arches of the Norman period, for the choir was completed about the year 1133. Norman
architecture is heavier than Gothic. While Peterborough instances the first, Lincoln shows
us the second.
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